GENERAL.

A complete line of the most excellent valves of all kinds and
sizes is made by the Schutte and Koerting Co., Philadelphia.

FIG. 9.    BRASS GLOBE VALVE.

Fig*. 10 shows the Schutte stop valve made of new metal (copper
and tin). For superheated steam this valve is made of nickel
bronze. A stop check valve made by the same concern built for

FIG. 10.   STOP VALVE.                    FIG. 12.   WATER VALVE.
FIG. ii.   STOP CHECK VALVE.                 FIG. 13.   LEVER VALVE.